Code

Tracks

Density

Characters per Record

Blocking Factor
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EBCDIC

9

1600 BPI

320

20

IBM-Compatible Standard OS/VS

CDS.YRy.PELnnnnn. ttbbbbbbb where

y = last digit of ending year of

award year; nnnnn = last five

digits of your Pell Institution

Number; bbbbbbb = last seven

digits of the Batch Number we

assigned to your input on

Processed Payment Data Tapes

OR

For   Student  Payment   Summary  Data
Tapes,   CDS.YRy.PELnnnnn.YTD  where
y  =   last digit of  ending  year  of
award year;   nnnnn  =   last  five
digits  of your  Pell   Institution
Number,

If you have any questions about your system's capabilities to meet
the above requirements, please contact a representative of your ADP
services group or your hardware manufacturer,

C.     External Tape  Labels

The input tape must be externally labeled with a properly completed
facsimile of the label shown below, The volume-serial number should
also appear on the strap attached to the tape reel and must agree
with the volume-serial number on the external and internal labels if
it is a labeled tape. The information on your external label must be
identical to the corresponding information on your Transmittal Form
(Enclosure 4), as well as your tape's internal labels, if any. For
example, the tape volume-serial, which appears on the external label,
the Transmittal Form, and your dump of internal labels, must be the
same in each of these locations,

Sample External Label   for  Institution SAR Data  Record Tape

PELL  GRANT
RECIPIENT  DATA EXCHANGE

INST.   NAME:

PELL   INST,   NO.!

TRANSMITTAL DATE

VOLUME-SERIAL:

DSNj

DENSITY:

LABELS:

YES

NOursement  System to your  Institution)
